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THE MOUSETRAP 


THE CAST 


(in order of appearance) 
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*Member of Actors’ Equity Association 


SYNOPSIS OF SCENES 


ACT ONE 
SCENE 1 - The Great Hall at Monkswell Manor. Late afternoon 


SCENE 2 - The same. The following day after lunch 


ACT TWO 


The same. Ten minutes later 


Time: the present 


The use of cameras and/or recording devices is strictly prohibited. 
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